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HAl T SQUARE. BOSTON, MASSACHUSE 


GE 6-8000... CABLE ADDRESS, KEVMAN, BOSTON 


Reply to: 1717 Levee Street 

Dallas , Texas 
June 4, 1964 





t 


Fedral Bureau Of Investigation 
Attn: Mr. Robert P. Gemberling 

1114 Commerce 
Dallas, Texas 

Dear Mr . ^Gemberling: 

Please find enclosed a bill for repairing one each K-810 
movie camera belonging to Mr. Orville Nix. 

The camera was repaired and picked up/by Mr. Nix today today. 
Thank you. 


KEYSTONE CAMERA CO. .INC 
Dallas Service Center • 
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